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ABSTRACT 

Many studies and model tests on nonaxi symmetric (2D) exhaust systems have 
been reported in recent years which show promising payoffs for advanced mili- 
tary aircraft application. Thrust and cooling performance data obtained with 
20 exhaust systems in the full scale engine environment, however, are scarce. 

This paper presents baseline thrust and cooling data obtained with a 2D-CD 
versatile research exhaust nozzle mounted on a turbojet engine in an altitude 
chamber. The tests covered a range of nozzle pressure ratios, nozzle throat 
areas, and internal expansion area ratios. The thrust data obtained show good 
agreement with theory and scale model results after correcting the data for 
leakage and bypass coolant flows. Additional work is needed to improve pre- 
dictability of cooling performance. 
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nozzle exit area 
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ambient test cell pressure 
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RDFl right divergent flap cooling panel number 1 

RDF2 right divergent flap cooling panel number 2 

RDF3 right divergent flap cooling panel number 3 

Rep bulk Reynolds number 

Ref film Reynolds number 

SERN single Expansion Ramp Nozzle 

Tq hot gas temperature 

Y hot gas stream bulk velocity 

X axial distance along nozzle flowpath 

Y across-stream distance along width of nozzle flaps 

Z across-stream distance along nozzle sidewalls 

oc convergent flap angle to engine centerline 

ad divergent flap angle to engine centerline 

Y specific heat ratio 

uf film viscosity 

pf film density 

2D-CD Two-Dimensional Convergent-Divergent 

INTRODUCTION 

No naxi symmetric exhaust nozzles have potential payoffs for advanced 
fighter aircraft which include improved integration with the airframe to re- 
duce drag and increase lift, improved manueverabil ity in combat situations 
through vectoring and reversing, and increased flexibility for short takeoff 
and landing (STOL) operations. A bibliography and summary of 82 publications 
on nonaxi symmetric nozzles up to 1979 is documented (ref. 1). Additional ex- 
perimental data currently available includes scale model tests with several 
nonaxi symmetric nozzle concepts and design variables. Both internal perform- 
ance obtained in static rig tests (refs. 2 to 4) and installed performance 
with wind tunnel models have been published (refs. 5 to 9). Paper studies are 
available on integrating nonaxiysmmetric nozzles with several different air- 
craft (ref. 1) in which payoff benefits were determined analytically based on 
model test results. There is, however, a paucity of full scale engine data to 
confirm the high performance potential indicated by the model tests. Favor- 
able results have been obtained in the full scale ADEN program (ref. 10) at 
sea level static test conditions. Tests over the full operating range at al- 
titude, however, remain to be done. 

NASA Lewis Research Center has had an ongoing program on exhaust nozzle 
performance and cooling with full scale research hardware designed for testing 
in the engine environment including afterburning temperatures and pressure 
loads over the full range of simulated flight conditions. 

A low-aspect-ratio versatile 2DCD nonaxi symmetric research exhaust nozzle 
was designed and built by a contractor for testing on a J85-13 full scale tur- 
bojet engine. The design incorporated many variable features so that parame- 
tric data on the effect of the variables could be obtained. The variables 
included variable throat area for afterburning, variable area ratio for a wide 
range of nozzle pressure ratios, vectoring by two methods (flap vectoring or 
pivoting the nozzle throat), thrust reversing, and replacable panels to study 
various cooling schemes on the convergent and divergent flaps. Single expan- 
sion ramp nozzle (SERN) configurations can also be investigated by removing 
one of the divergent flaps. The design philosophy, to keep costs low, was to 
use boilerplate support structure but realistic flight weight internal parts 
and realistic flow paths. Simple leaf -type low cost seals were used through- 
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out to prevent leakage. The nozzle was extensively instrumented for obtaining 
internal thrust performance and heat transfer data. 

This paper presents the baseline dry thrust performance obtained with the 
nozzle in the normal cruise position (nonvectored) . Nonafterburning thrust 
data were obtained for three nominal throat areas (710, 903, and 1129 cm^). 

The first area is the dry cruise throat area, the second corresponds to a par- 
tial afterburning operating point. The largest area is that required for max- 
imum afterburning conditions. These nonafterburning test were conducted over 
a range of internal area ratios (1.2 to 2.3) and operating nozzle pressure 
ratios (1.5 to 14.0) in the PSL-3 altitude test facility at NASA Lewis Re- 
search Center. The maximum performance potential of the nozzle was determined 
by correcting the measured thrust coefficients for seal leakage and cooling 
airflows that bypassed the nozzle throat. The corrected thrust data is com- 
pared with simple one dimensional theory and scale model data for similar 
geometries (ref. 2). To complete the documentation of parameters that affect 
internal thrust performance, several plots of typical internal wall static 
pressure profiles are presented and compared with one-dimensional theory. 
Preliminary data on some of the heat transfer coefficient results obtained are 
also included in the paper and compared with predicted values from existing 
correlations. 

The paper concludes with a brief discussion of possible solutions to a 
seal leakage problem that became apparent during the test. 

APPARATUS 

Engine and Installation 

The engine used for this investigation was a 085-13, afterburner equipped 
turbojet. At sea level static conditions, rated dry thrust is 12 900 newton 
(2900 lb) at an airflow of 20 kg/sec (44 Ib/sec). For these tests, the stand- 
ard axi symmetric, variable area, exhaust nozzle was replaced with a two-dimen- 
sional, convergent-divergent nozzle. The standard 085 variable area nozzle 
control was replaced by a manual 2D-CD nozzle area control which was indepen- 
dent of the engine main fuel control. The engine installation in the altitude 
test chamber was a conventional direct-connect type (fig. 1). In this test 
installation, the 2D-CD nozzle has been rotated 90" around the engine center- 
line from a typical airframe installation. 

Nozzle 

The two-dimensional, convergent-divergent exhaust nozzle is capable of 
variable internal and/or external expansion, also jet deflection by pivoting 
and/or flap vectoring and thrust reversal. The versatility of the design is 
shown in figure 2. The nozzle was designed and fabricated under contract by 
General Electric. Design features of this hardware include a fixed transition 
section, two pivotable reverser-blocker doors, 50 percent cutback sidewalls, 
interchangeable flap cooling panels and a pivotable nozzle body with movable 
convergent and divergent flaps, figure 3. All movable components of the noz- 
zle were sealed against hot gas leakage with simple elastic leaf sheet metal 
seals. Location of these seals is indicated in figure 3. The movable conver- 
gent and divergent flaps provide throat area and nozzle expansion area ratio 
variation. With the movable flaps, the nozzle throat area could be varied 
from 568 cm^ (88 in.^) to 1290 cm^ (200 in.^). For the dry cruise 
condition at flight Mach number of 0.9 and altitude of 4570 m (15 000 ft) the 
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nozzle throat had an aspect ratio of 4.0. The width of the exhaust gas flow- 
path between the sidewalls through the rectangular nozzle was constant at 
53.67 cm (21.13 in.). The test nozzle had an overall maximum length of 244 cm 
(96.2 in.) including the transition section, ^ihen nozzle body pivoting and 
divergent flap vectoring are combined, the exhaust jet can be deflected a max- 
imum of ±30 “. 

The various parts of the nozzle assembly were cooled by the different 
methods indicated in figure 4. Each convergent flap had one replaceable cool- 
ing panel and each divergent flap had three replaceable panels. Hardware was 
available for three different cooling schemes on the nozzle flaps: (1) im- 

pingement cooling with overboard coolant discharge, (2) impingement-film cool- 
ing, and (3) film cooling only. For this test, both of the right flaps had 
impingement cooling with overboard coolant discharge and both of the left 
flaps had impingement-film cooling with the flow discharging internally. The 
impingement cooled panels on the right flaps were used for obtaining the heat 
transfer data presented in this paper; the design details are shown in fig- 
ure 5. 

A photograph of the test nozzle as viewed from the exit (fig. 6) shows the 
impingement cooled panels installed on the right hand flaps and impingement- 
film cooled panels on the left side The round to rectangular transition sec- 
tion can be seen upstream through the nozzle throat. The inner walls of the 
nozzle hot gas flowpath approximate flight weight design in order to simulate 
actual heat transfer conditions. A majority of the hot side wall area was 
fabricated from Hastelloy X. Nozzle component wall thicknesses varied from 
0.10 to 0.33 cm (0.040 to 0.130 in.). 

The photo shows the position in which the nozzle was tested, that is, ro- 
tated 90* about the engine centerline from a typical aircraft installation. A 
system of fourteen individually controlled and metered zones supplied cooling 
air to the various nozzle components and cooling panels. 

Instrumentation 

For these tests, instrumentation was provided to determine engine inlet 
and altitude chamber conditions, nozzle performance and engine operating 
status. 

Engine thrust and thrust-bed preload forces were measured separately with 
22 240 newton (5000 lb) strain-gage load cells. The load cells were indepen- 
dently calibrated resulting in a thrust measuring system accuracy of ±18 N 
(±4 lb). 

A majority of pressures were recorded on 19 Scanivalves (24 ports each) 
that were operated by the facility computer. The differential Scanivalve 
transducers were calibrated while in use and had an estimated system accurracy 
of ±0.26 percent full scale. Pressures recorded with individual differential 
transducers had system accurracies of ±0.6 percent full scale. 

All thermocouples were Chrome 1 -A lumel type and were referenced to a 339 K 
, (610* R) oven. The estimated system accuracy was ±1.1 K (±2.0* R). 

In total, there were approximately 150 pressure and 200 temperature sen- 
sors installed on or in the nozzle. 
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PROCEDURE 


Performance Test 

For the dry thrust performance tests, the variable geometry nozzle was 
maintained in the cruise mode. The nozzle was not pivoted nor were the diver- 
gent flaps vectored differentially with respect to the nozzle centerline. 

Also, the thrust reverser was not utilized. The movable flaps were positioned 
in these tests to set a specific throat area and to vary the nozzle expansion 
area ratio. Nozzle dry thrust performance was recorded for three nozzle 
throat areas at various expansion area ratios over a range of nozzle pressure 
ratio. The three nominal throat areas were 710 cm2 (no in. 2), 903 cm2 
(140 in.'^), and 1129 cm2 (175 in. 2). The first area is the dry cruise 
throat area, the second corresponds to a partial afterburning operating 
point. The largest area is that required for maximum afterburning condi- 
tions. Nozzle expansion area ratio was varied from 1.2 to 2.3. Nozzle pres- 
sure ratio test range was from 1.6 to 14.0. The various configurations of the 
nozzle, as it was performance tested, are summarized in table I. 

For these baseline performance tests, the nozzle throat area and expansion 
ratio were adjusted to the desired values. The inlet conditions were set to 
10.3 N/cm^ (15.0 psia) pressure and 289 K (520° R) temperature and held con- 
stant for all nozzle configurations. The nozzle cooling air zone flows were 
set equal to calculated design values for afterburning conditions although the 
test were run without afterburning. The total nozzle cooling airflow was ap- 
proximately 12 percent of the nozzle exit gas flow. The nozzle inlet total 
temperature which is grossly a function of the nozzle throat area was set to 
the desired test value by small adjustments in engine speed. All data were 
recorded with the corrected speed above 95.5 percent to insure that the inter- 
stage compressor bleeds were closed. With the nozzle inlet total pressure 
fixed, the altitude chamber pressure was varied to produce the desired nozzle 
pressure ratio. Nozzle performance was obtained over a range of nozzle pres- 
sure ratio. Test points did not intentionally correspond to specific flight 
Mach number/altitude conditions. 

Heat Transfer Test 

Nonafterburning heat transfer data were recorded at the same time that the 
dry thrust performance data were recorded. In addition, the baseline thrust 
performance configurations A 1 and Cl (table I), were pivoted to obtain the 
effect of convergent flap angle on the hot gas side heat transfer coeffi- 
cients. Pivot vector angles up to ±15 degrees in 5 degree increments were 
used to increase the range of angle variation beyond that obtainable through 
throat area variation alone. By this technique, the total range of convergent 
flap angles to the engine centerline was varied from near zero to over 40 
degrees. Also, three test conditions were selected at 5.2 N/cm2 (7.5 psia) 
engine inlet pressure to extend the Reynolds number range to lower values. 

Post-Run Leakage Calibration 

As the nozzle tests were conducted, it became apparent from the on-line 
data that the level of thrust performance was substandard. It was suspected 
that the hot gas seals on the various movable components of the nozzle were 
leaking and perhaps contributing to the performance decrease. 
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When altitude testing was completed a leak calibration test was performed 
with the nozzle and engine afterburner. The afterburner was included so as to 
consider possible leakage of the piston ring seal between the afterburner out- 
let and the nozzle inlet. Leak-tight closures were installed at the afterbur- 
ner inlet and at the nozzle divergent section just upstream of the sidewall 
trailing edges to form a pressure vessel. For this calibration, the nozzle 
throat area was 710 cm^ (110 in. 2) and the expansion area ratio was 1.2. 

This configuration was chosen because it appeared to display the largest de- 
crease in performance. And, therefore, if seal leakage contributed to the 
performance decline, it should be more apparent with this configuration. 

The nozzle and tailpipe assembly was pressurized using the nozzle cooling 
air system. The total seal leakage airflow was measured with the cooling sys- 
tem zone flowmeters. The pressure differential imposed on the assembly was 
measured as the difference between the nozzle inlet total pressure rake read- 
ing and the nozzle external static pressure, which in this case was atmos- 
pheric. The assembly was calibrated over the same range of pressure differen- 
tial as indicated during the nozzle performance tests by this same instrumen- 
tation. A calibration of total seal leakage airflow against imposed pressure 
differential was obtained. This calibration was utilized to correct the noz- 
zle thrust performance data for the deleterious effects of the leakage. 

ANALYSIS 

The gross thrust coefficient of exhaust nozzles is defined as; 

Cps = Fj/F, - (1) 


The gross thrust, Fq, was determined first, by experimental measurement. 

The experimental thrust is obtained from the measured load cell readings ad- 
justed for engine inlet air momentum, pressure forces, spring forces and air 
friction drag forces obtained from facility calibrations. In calculating the 
experimental thrust coefficient the ideal gross thrust, Fi, depended upon 
the analytical model and the data corrections assumed to account for coolant 
bypass flows and leakage. To obtain a gross thrust coefficient that is fully 
penalized for all coolant flows and leakages the ideal gross thrust was the 
sum of the ideal thrusts of all the individual flows entering the nozzle sys- 
tem. These include the engine flow and each of the fourteen separately con- 
trolled and measured external coolant supply flows. A sample set of data is 
shown in figure 7 where the lowest curve shows the fully penalized perform- 
ance. The fully penalized curve was adjusted by the corrections for coolant 
bypass and leakage as explained below in detail. 

The gross thrust was also calculated analytically to obtain the ideal per- 
formance at constant area ratio using simple one-dimensional, isentropic 
theory (dashed line in fig. 7). 

Coolant bypass correction . - Some of the cooling flows were purposely dis- 
charged overboard after cooling the nozzle parts to simplify the construction 
of the research hardware. Specifically, the overboard flows were the aft 
sidewall sections which were cooled by impingement only and the right side 
convergent and divergent flaps which were also cooled by impingement only. 

Since the overboard flow discharge was perpendicular to the surface being 
cooled and no attempt was made to recover thrust from the flow, the data was 
re-evaluated without penalizing the thrust performance for the force compo- 
nents of overboard flows that were perdendicular to the axial direction of 
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thrust (nonaxial component). The sidewall overboard coolant discharge was 
always perpendicular to the engine axis and the ideal thrust of these flows 
were then omitted. The right convergent and divergent flaps, however, were 
not parallel to the engine axis and the angles varied with the throat area 
setting and the nozzle area ratio, A 0 /A+. Thus, an axial force component 
resulted from the discharge of coolant from the two right side flaps (fig. 5) 
and would effect the thrust measured by the load cells. Thus, the axial 
thrust components of these flows are included in the total Ft. The nonaxial 
force component of these coolant flows, however, were omitted. All of the 
ideal thrust of the left flap coolant flows were included in the total Fj 
since these flows were discharged internally. 

After making the above corrections in the values of Fj, the thrust per- 
formance for the sample data set in figure 7 are shown by the square symbols 
which are about 1.5 percentage points above the fully penalized performance 
curve. This 1.5 percent represents the penalty for incomplete recovery of 
thrust from the externally discharged coolant which bypassed the nozzle throat. 

Leakage correction . - For determining the maximum performance potential of 
full scale nonaxi symmetric nozzles and to compare the performance with scale 
model data, it was desirable to correct the data for leakage. This was par- 
ticularly important for the data in this paper because the leakage was higher 
than would occur in a developed flight weight nozzle. 

The leak flow distribution among the various seals was not measured during 
the leakage calibration. Qualitatively, however, it was determined during the 
test that the major leaks were in the region of the reverser where most of the 
seal length is located. A close approximation for making leakage corrections 
can be made by using the overall leakage calibration data. 

Several assumptions were made and are summarized as follows: 

1. All significant leakage occurs upstream from the nozzle throat. 

2. The leakage area at hot test conditions is the same as at the ambient 
calibration conditions. 

3. The leakage air flow properties are at local film cooling air condi- 
tions (except when the leakage is greater than the cooling air-flow 
rate) . 

4. The effective leakage areas determined from the calibration apply for 
all throat area and area ratio settings. 

5. The leakage area is equivalent to a simple flow orifice (not a series 
of flow restrictions). 

6. The effective leakage area is a function of only differential pressure 
(independent of whether the leak is subsonic or sonic flow). 

When the leakage flow exceeded the cooling flow (externally supplied) some 
of the hot engine flow also leaks along with the cooling flow and an iterative 
heat balance precedure was used to obtain the temperature of the leakage flow 
mixture and the leakage flow rate. 

Instead of separately computing and summing the ideal thrust of the indi- 
vidual coolant flows and the hot gas flow as was done for the initial calcula- 
tion, the ideal thrust of a mixed hot gas and coolant flow through the nozzle 
throat was used when the data was corrected for leakage. The hot gas flow 
rate at the throat is adjusted for the inflow coolant and outflow leakage. 

The temperature of the hot gas at the throat is also adjusted for the other 
flows using a completely mixed model in the heat balance. An iterative solu- 
tion is required. The final value of Fj in equation (1) for this case is 
then the sum of the values at the throat station, the coolant flows that enter 
the system downstream of the throat, and the Fj of the nonaxial components 
of the overboard coolant flows previously discussed. 
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The top curve (circle symbols) in figure 7 is the resulting performance of 
the sample data set after correcting for both overboard cooling losses and 
leakage. 

Heat transfer . - The right side convergent and divergent flaps used im- 
ping emenFTooTTng only with the coolant flow purposely discharged externally 
so that hot gas side heat transfer coefficients and the effect of shocks 
(ref. 11) thereon could be obtained with a minimum influence of film carry- 
over. Data from the four separate panels (fig. 5) were examined to obtain the 
average heat transfer coefficient on both the hot gas side and the coolant 
side for each panel. The coolant flowrate, coolant in and coolant out temper- 
atures were measured separately for each panel. This information along with 
the measured hot gas flow rates, gas temperature, and wall temperatures 
enabled the determination of the average heat transfer coefficients within 
each panel through a simple heat balance. An area weighted average of nine 
thermocouples on each panel was used for the wall temperature. The calculated 
temperature at the nozzle throat was used for the hot gas temperature in the 
heat balance. 

The experimental heat transfer coefficients were compared with heat trans- 
fer coefficients predicted from existing correlations when available. The 
specific correlations used and the experimental results are discussed in the 
next section of the paper. 


RESULTS AND DISCUSSION 

• 

Dry thrust performance . - The gross thrust coefficient data corrected for 
coolant bypass and leakage flows is presented in figures 8 and 9. The thrust 
data are presented against nozzle pressure ratio for several nozzle area ra- 
tios at two throat areas 710 and 1129 cm^ (110 and 175 in.^). The dashed 
lines in the figures are the calculated ideal-expansion one-dimensional i sen- 
tropic performance for each configuration assuming no coolant penalties, leak- 
age, friction, flow angle, or nonisentropic flow effects. The solid lines in 
the figures are published scale model data^. The model configurations are 
not exactly the same (note differences in Ag/A^ and the divergent flap 
angles, 0^1 > but closely represent the full scale configurations. The con- 
figuration differences account for most of the shift in pressure ratio values 
where the peak performance occurs. The shifts are more pronounced at low area 
ratios (figs. 8(a) and 9(a)). 

The corrected J85 full scale data are generally within two percent of the 
ideal isentropic predictions and are in good agreement with the scale model 
data although some scatter in the experimental data exists and the corrections 
for coolant bypass and leakage are not precise (see assumptions in the Analysis 
Section). Friction and flow angle effects can account for most of the differ- 
ence between the ideal and the experimental data. The lowest experimental 
peak performance occurred at a high divergent flap angle (23.7 degrees in fig. 
9(d)). The low performance is due to flow angularity since a significant por- 
tion of the flow at the nozzle exit is not flowing parallel to the engine cen- 
terline. The peak performance is also lower at low area ratios (Ag/A^ = 1.2 
in figs. 8(a) and 9(a)) than at the mid-range area ratios. This performance 
loss may be attributed to three dimensional nonisentropic flow effects in the 
nozzle throat region which are more pronounced at the low area ratios. 

Some of the corrected data at low nozzle pressure ratios show gross thrust 
coefficient values that are higher than the ideal isentropic (figs. 8(b), 8(c), 
and 9(a)). Again, the actual flow is not ideal and the forces resulting from 
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pressure recovery downstream of internal shocks can result in an increase in 
the total force at some nozzle pressure ratios. 

The overall performance of a variable area ratio nozzle would be near the 
peaks of the individual fixed area ratio curves presented in figures 8 and 9. 
Composite summaries of the peak performance for the two throat areas of figures 
8 and 9 are presented in figures 10 and 11, respectively. Figure 10 shows 
that the performance of the variable area-ratio 2D-CD nozzle at a dry cruise 
throat area setting is between 0.985 and 0.990 for all nozzle pressure ratios 
above 4.0 with the highest performance occurring at an area ratio of 1.5. 

Below a nozzle pressure ratio of 4.0, the performance decreased to a value of 
0.958 at a pressure ratio of 2.5. The ideal isentropic thrust coefficient of 
a variable area ratio nozzle would have a value of 1.0 over the full range (a 
line through the peaks of the dashed lines in fig. 10). A similar plot for 
the maximum afterburning throat area setting (the data were obtained without 
afterburning) is shown in figure 11. In this case, the performance is higher 
than for the dry cruise configuration. The performance increased from a value 
of 0.967 at a pressure ratio of 2.0 to a maximum of 0.996 at a pressure ratio 
of 6.5 where the area ratio was 1.5. Above this pressure ratio, the maximum 
performance decreased slowly to a value of 0.987 at a pressure ratio of 14.0. 

These high performance levels are achievable with nonaxi symmetric 2D-CD 
nozzles provided that the leakage and coolant penalties are eliminated. 

Flow discharge coefficient . - After correcting the data for leakage and 
coolant flows that bypassed the nozzle throat, the flow coefficient of the 
nozzle was determined by ratioing the effective area of the throat to the ac- 
tual measured area. The effective area was computed from the corrected values 
of throat flow rate and mixed hot gas temperature and the measured values of 
total pressure. 

The flow discharge coefficients determined from the data are presented in 
figure 12. Above a nozzle pressure ratio of 5.0, the flow coefficient was 
nearly constant for both the dry cruise throat area setting (fig. 12(a)) and 
the maximum afterburning area setting (fig. 12(b)). 

The full scale nozzle discharge coefficients are generally about two per- 
cent lower than the model data (ref. 2). The trend of the full scale nozzle 
values decreased at lower pressure ratios whereas the model data showed a trend 
toward increasing values at lower pressure ratios. The presence of seals at 
the nozzle throat (fig. 5) could have an effect on the flow coefficients as 
well as thrust performance due to a small step change in area at the throat 
station. The reference data was obtained with a model having continuous smooth 
walls and no irregular surface features or sharp corners. The discharge coef- 
ficient levels appear reasonable for these configurations and are indicative 
that the thrust performance shown in figures 8 and 9 are realistic and probably 
accurate within *0.5 percent. 

Wall static pressure profiles . - Typical wall centerline static pressure 
(ratioed to inlet total pressure) profiles for the right convergent and diver- 
gent flaps, and for the top side wall are presented in figure 13. The profiles 
are shown for a range of nozzle pressure ratios from below to above the ideal 

expansion pressure ratio (4.0) for the internal area ratio (1.2) of that par- 

ticular configuration (B-1). The ideal isentropic pressure ratio profile is 
shown by the dashed line. 

Near the throat plane (Ax/A+ = 1.0), the sidewall centerline pressures 
are always above the ideal and the flap centerline pressures are always below 
the ideal. This indicates that a substantial nonuniform three dimensional 
flow field exists in the throat region. This phenomena is shown in more detail 

in the isometric plot of figure 14 where all the available data for the low 
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nozzle pressure ratio case of figure 13 is presented for the left flaps and 
the top sidewall. (Left and right flap profiles were similar.) This figure 
indicates an inversion of the throat profile on the sidewall a short distance 
downstream of the throat. Although the overall pressure ratio for the test 
point of figure 14 was below the critical value for choked flow, some of the 
local static pressure levels indicated that the flow could have reached sonic 
velocity locally. 

The basic centerline profiles along the flaps at the various nozzle pres- 
sure ratios in figure 13 are typical for any convergent-divergent nozzle 
whether axisymmetric or nonaxi symmetric where the pressure profiles show evi- 
dence of local shocks or pressure recovery from local overexpansion. These 
phenomena occur at or near the throat plane and near discontinuities in the 
flap walls indicated by numbered symbols in figure 13. (See fig. 6 photo- 
graph.) The data shown in figure 13 indicate a large over-expansion near the 
throat on the flap followed by a pressure recovery. Another pressure rise 
occurs further downstream on the divergent flap which could be triggered by 
the discontinuities. The same trends were found to exist even when the nozzle 
pressure ratio was raised to 6.0, which is above the ideal expansion pressure 
ratio. 

Figure 15 is an isometric plot of the wall static to total pressure ratio 
profiles for a high performance run condition. The trends are the same as for 
the overexpanded case in figure 14 except that shocks are now present along 
the divergent flaps. The across stream pressure profiles are relatively flat 
across the full width of the divergent flaps except near the throat. Some 
drop off occurs near the edges downstream of the trailing edges of the side- 
walls as would be expected at higher pressure ratios. 

Even though the wall static pressure profiles show characteristics that 
deviate considerably from theoretical, the thrust performance remains high for 
most configurations. The axial component of an integration of the pressure 
over the surface areas would probably confirm the high thrust levels because 
regions of low pressure are offset in general by regions of high pressure. 

Such an integration was not done for the data reported because there are not 
enough pressure measurements for accurate results. 

The effect of the nonideal pressure gradients on other performance parame- 
ters such as the cooling flows required remains to be determined. 

Heat transfer coefficients . - The preliminary heat transfer data analysis 
completed to date for the 2D-CD research nozzle consists of determining the 
experimental coolant side and hot gas side heat transfer coefficients of the 
right side convergent and divergent flaps. These flaps are cooled by impinge- 
ment only and the effects of residual cooling films from upstream are small. 
(Most of the upstream cooling flows leaked through the seals.) The majority 
of the experimental heat transfer data were obtained with configurations A1 
and Cl (table I). Three test conditions run at half atmosphere engine inlet 
pressure were included to extend the Reynolds number range to lower values. 

Impingement cooling . - The coolant side heat transfer coefficients obtained 
experimentally are compared with values predicted using the method of Kercher 
and Tabakoff (ref. 12) in figure 16. Most of the experimental data is within 
±15 percent of the predicted values. The greatest deviation occurred for data 
from the third panel (RDF3) located furthest downstream. This could be the 
result of small differences in the panel construction or experimental error 
since the coolant exit temperature was the average of only two thermocouple 
measurements. 

Since only the average experimental heat transfer coefficients were ob- 
tainable for each impingement panel, the calculation for predicted heat trans- 
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fer coefficients were also the average for each panel. That is, the cross 
flow effects were determined by using a single average value of the cross flow 
parameter in the reference (ref. 12). The flow rate distribution among the 
246 holes in each panel was assumed uniform and property values were deter- 
mined at the average of the coolant in and wall temperatures. The diameter 
Reynolds number range was 4.0x10^ to 1.5x10^. 

Supersonic hot gas heat transfer . - The hot gas side heat transfer coeffi- 
cients were computed from the average bulk to wall temperature differences for 
each cooling panel and the heat flux from the temperature rise of the coolant. 
The data are plotted in figure 17 as a function of hydraulic diameter of the 
flow path between the two divergent flaps and also compared with predicted 
values on the right side of the figure. The data covered a range of Reynolds 
number from 7.0x10^ to 2.0x10° computed on a hydraulic diameter basis and 
film property values were determined from the average of hot gas bulk and wall 
temperatures. The equations used for the predicted values are discussed in 
McAdams (ref. 13) for high At gases: 

Nu = -^^ = 0.023 ReJ*®Pr°’^ (2) 

Kf f 


where 



“f 


The experimental values are as much as 40 percent higher than predicted at 
the higher heat transfer rates. An attempt was made to achieve a better agree- 
ment with an equation for high speed flows (ref. 14) where a reference temper- 
ature and a flat plate length Reynolds number was used. The results were even 
less satisfactory. It is apparent from these data that a more rigorous analy- 
tical approach is needed to improve the predictions which should include the 
effects of shocks (ref. 11). 

Accelerating subsonic heat transfer . - When the standard equation (2) was 
used for predicting heat transfer on the converging flap, the correlation was 
poor. Significant variations of heat transfer coefficient occured with change 
in the angle of the convergent flap to the hot gas stream. The data were plot- 
ted as a function of flap angle in figure 18 where it grouped about a single 
line. The empirically derived equation for the line shown is: 


NUb 


0.023 ROb'^Pr®*^ 



This equation is the standard equation (2) with the addition of a term contain- 
ing the angle of the flap relative to the hot gas flow direction entering the 
convergent portion of the nozzle (fig. 5). The form of the added term was 
chosen such that when the flap angle is zero (parallel to the hot gas flow) 
the equation reduces to the form of equation (2). No attempt has been made to 
date to explain the results analytically. 

Leakage reduction . - Nonaxi symmetric nozzles have the potential for high 
thrust performance provided that leakage losses can be minimized. The experi- 
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ence obtained to date indicates this could be a problem. Some suggested design 
philosophies for reducing leakage are listed in figure 19. A suggested design 
concept utilizing the philosophies is shown conceptually in figure 20. Most 
of the requirements for nonaxi symmetric nozzles including vectoring and re- 
versing functions are included. 

Figure 21 presents one possible seal design approach. Simple leaf type 
seals are shown at edges of the convergent flap and at the flap hinge cylinder 
arranged such that a moveable seal strip engages another fixed seal strip at 
the ends of travel to provide a more positive shut off of the leak flow path 
during dry cruise (non A/B) and maximum A/B positions which exist for most of 
the operating time during flight. Also note that the seals at both of the 
hinges on the convergent flap are located outside of the hot gas flow path 
where cooler temperatures exist. This should minimize warpage due to thermal 
stresses. 


SUMMARY OF RESULTS 

An aircooled nonaxi symmetric 2D-CD research exhaust nozzle was tested on a 
J85 turbojet engine in an altitude test facility over a range of nozzle pres- 
sure ratios from 1.6 to 14.0. Dry baseline axial thrust performance and heat 
transfer characteristics were determined for three nozzle throat areas and a 
range of area ratios from 1.2 to 2.3. The data analysis included corrections 
in the performance for cooling airflows that bypassed the nozzle throat and 
seal leakages. The corrected thrust data were compared with theory and scale 
model data. The heat transfer data were compared with predicted values. The 
significant results were as follows: 

1. Above a nozzle pressure ratio of 4.0, the peak corrected gross thrust coef- 
ficient was 0.985 or higher for all configurations except for one high di- 
vergence angle configuration. 

2. The corrected thrust data were in good agreement with one-dimensional theory 
and scale model data over the full range of nozzle pressure ratio for most 
configurations. The poorest agreement occurred at a high 23.7 degree, di- 
vergent flap angle (up to 4 percent below ideal,) and for low area ratio 
configurations (2 percent below ideal). 

3. Static wall pressure profile data indicated that strong three dimensional 
flow effects occurred near the throat plane and along the divergent flaps 
near wall surface discontinunities. These flow effects were more pronounced 
than occurred in scale models. 

4. The magnitude of the data corrections indicated that substantial thrust 
penalties could result from coolant bypass flow and leakage. 

5. Coolant side heat transfer coefficients were in acceptable agreement with 
predictions. Additional analytical work is needed, however, to improve the 
predictability of the hot gas side heat transfer on both the convergent and 
divergent flaps so that adequate cooling can be provided. 
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TABLE I. - NOZZLE CONFIGURATION 


Configuration 

designation 

Nozzle 

area. 

throat 

At 

Nozzle 

area 

expansion 

ratio 

Ae/At 

Nozzle 

throat 

aspect 

ratio 

Convergent 

wall 

angle 

oc* 

deg 

Divergent 

wall 

angle 

od» 

deg 

crr^ 

in. 2 

A1 

707.1 

109.6 

1.20 

4.10 

28.75 

2.19 

A2 



1.50 



5.66 

A3 



1.79 



8.87 

A4 



2.29 



14.60 

B1 

902.0 

139.8 

1.20 

3.19 

21.35 

2.86 

Cl 

1130.4 

175.2 

1.20 

2.55 

13.15 

3.58 

C2 



1.50 



8.91 

C3 



1.80 



14.31 

C4 



2.30 



23.72 




Figure 1. - Engine installation in altitude test chamber. 
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Figure 2. - Sketches of nonaxi symmetric research nozzle showing aero- 
flowpath versatility. 
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Figure 4, - Cooling methods used in J85 research nozzle. 
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Figure 5. - Detail of cooling panels on right divergent flaps. 
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Figure 6. - Exit view photograph of J85 2DCD research exhaust nozzle, 
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Figure 7. - Typical corrections to J85 2DCD experimental 
data to account for coolant bypass flows and leakage. 
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(c) Ag/A| = 1. 8, Qj = 8. 8 deg. (c) Ag/A^ = 1. 8, a^j - 14. 3 deg. 

(d) Ag/A| = 2. 3, = 14. 6 deg. (d) Ag/A| = 2. 3, a^j - 23. 7 deg. 

Figure 8. - Dry gross thrust performance for various internal Figure 9. - Dry gross thrust performance for various internal 

expansion area ratios. A. = 710 cm^ (no in.^), Tp = 944 K expansion area ratios, A. - 1130 cm^ (175 in.^), Tg = 600 K 

(1700° R). ^ ^ (1080° R). 
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Figure 10. - Dry gross thrust performance summary of 
J85 2DCD research nozzle, = 710 cm‘ (110 in,^), 

Tq = 944 K (1700° R). 
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Figure 11. - Dry gross thrust performance summary of J85 
2DCD research nozzle, A^ = 1130 cm^ (175 in.^), Tq = 

600 K (1080° R). 
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Figure 16. - Comparison of experimental with 
predicted impingement cooling heat transfer 
coefficients per method of reference 12. 



Figure 17. - Experimental supersonic hot gas heat 
transfer coefficients on right divergent flaps and 
comparison with predictions. 
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Figure 18 . - Heat transfer correlation including the effect of 
converging flap angle in accelerating hot gas flow. 
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Figure 19. - Suggested design philosophies for reducing seal leakages in nonaxisym- 
metric exhaust nozzles. 
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Figure 20. - Conceptual drawings of a low leakage nonaxixymmetric exhaust nozzle. 








Figure 21. - Conceptual drawing of low leakage seal designs. 
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